Trusses? [[] YES 


RESIDENTIAL POLE BARN 
STRUCTURE REQUIREMENTS 


TRUSS OR RAFTER TIES MAY BE REQUIRED 


CINO fno, fill out the following below; 


Truss/Rafter Block Size: 


Rafter Size: 


Rafter Spacing: 


Ridge Size: 


Ceiling Joist Size: 


Ceiling Joist Spacing: 


Pole Size: 

Pole Spacing: 
Ceiling Height: 
Roof Peak Height: 
Insulation Materials: 


Finish Materials: 


Concrete Slab Floor Thickness: 


ALL CONCRETE FOOTINGS SHALL BE MIXED 
WITH LEAN WATER OUTSIDE OF THE HOLE 


Footing Height: 


Ha kr l 


Roof Covering: 


Roof Deck: 


| 


<——— Siding Type: 


X Skirt Board Size: 


Depth Below Grade: 


Footing Width: 


